WYCOMBE 


| Wycombe Wanderers 0, ` 
S Chesham United 0 ` 


CHESHAM United, floundering 
at the foot of the Athenian League 
Division One table, will be well 
satisfied with their display in the 
Wycombe . Floodlight up at 
Loakes Park last night, =n 

‘Tr ‘now go into the retum 
‘leg | londay with a fair chance 
‘of pru,cessing into the next round 
‘Both teams displayed a Jack of 
.co-ordination in last night’s game 
and for ‘long periods the play was 
‘scrappy with’ little ‘to ‘capture one’s 
. complete attention. : 

_ The closest Wanderers came to 
scoring were efforts from Thomas 
and Horseman—and Thackeray, 
who came desperately close: to 
putting through his own goal. 
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